STATE OF MONTANA 


Office of the Governor 


EXECUTIVE ORDER 5-73 


Executive order establishing guidelines for the reduction 


of energy utilization throughout state government. 


I, THOMAS L. JUDGE, Governor of the State of 
Montana, pursuant to the authority invested in me, hereby 
direct the State Department of Administration to imme- 
diately issue guidelines for the reduction of energy 
utilization throughout state government. These guidelines 
shall consider the health and safety of the persons affected 
when the guidelines are activated. In addition, the 
efficiency and security of the State's operations must not 
be jeopardized by this energy conservation policy. 

This Executive Order shall remain in effect 


until further notice. 


Given under my hand and the GREAT 

SEAL of the State of Montana this s 
3ist day of August, in the year of 

our LORD, One Thousand, Nine 

Hundred Seventy-three. 


ATTEST: 


ecretary o tate 


een ee ee vee ree oes pee ee 4768 


